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Born 



29 January 1843 [1] 
New York City [2] 



Died November 19, 1903 (aged 60) 

Main interests Chemistry; Scientific bibliography 



Major works Catalogue of Scientific and Technical Periodicals, 1665-1895 



Henry Carrington Bolton (1843—1903) was a chemist and bibliographer of science. He was a member of many 
scientific societies perhaps more than any contemporary.' 1 ^ 

Bolton studied chemistry with Jean Baptiste Andre Dumas and Charles Adolphe Wurtz in Paris; with Robert Bunsen, 
Hermann Kopp, and Gustav Kirchhoff at Heidelberg; with Friedrich Wohler at Gottingen; and with August Wilhelm 
von Hofmann in Berlin, and received a D. Phil, at Gottingen, for his work called "On the Fluorine Compounds of 
Uranium".'- 2 -' 

Bolton published large bibliographies of chemistry and later of all scientific periodicals which are still used. He 
included alchemy in the chemistry listings and emphasized the continuity of the transition. 

The Chemical Heritage Foundation runs the Bolton Society, which is named for H.C. Bolton, to support "printed 

T31 

materials devoted to chemistry and related sciences" and its Othmer Library of Chemical History in particular. 



Works 

• Catalog of Scientific and Technical Periodicals (1665—1882). 1885. 

• A Catalogue of Scientific and Technical Periodicals, 1665-1895. (second edition) 1897. Washington: Smithsonian 
Institution. Reprinted 1965 by Johnston Reprint Corporation. 

• Bolton, Henry Carrington (1900). Evolution of the Thermometer, 1592-1743 [4] . Easton, Pennsylvania: The 
Chemical Publishing Company, pp. 66 - 79. 

• Select Bibliography of Chemistry (1492-1892). 1892. (lists 12,031 titles [2] ) 

• Select Bibliography of Chemistry (1492—1904). (completed posthumously; lists over 14,000 titles) 
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• The Follies of Science at the Court of Rudolph II. 1904. Milwaukee: Pharmaceutical Review Publishing 
Company. 

• Bolton, Henry Carrington (editor); Priestly, Joseph (1892). Scientific Correspondence of Joseph Priestley [5 l 
Philadelphia: Collins Printing House. 
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